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Foreword 

This Ethiopian Standard has been prepared under the direction of the Technical 
Committee for Milk and milk products (TC 25) and published by the Ethiopian Standards 
Agency (ESA). 

The standard is identical with ISO 2962:2010, Cheese and processed cheese products - 
Determination of total phosphorus content - Molecular absorption spectrometric method, 
published by International Organization for Standardization (ISO). 

For the purpose of this Ethiopian Standard, the adopted text shall be modified as 
follows. 

• The phrase "International Standard" shall be read as "Ethiopian Standard"; and 

• A full stop (.) shall substitute comma (,) as decimal marker. 



ETHIOPIAN STANDARD ESO ISO 2962:2012 



Cheese and processed cheese products — Determination of 
total phosphorus content — Molecular absorption 
spectrometric method 



1 Scope 

This International Standard specifies a molecular absorption spectrometric method for the determination of the 
total phosphorus content of cheese. The method is applicable to all kinds of cheese and to processed cheese 
products. 



2 Terms and definitions 

For the purposes of this document, the following terms and definitions apply. 

2.1 

total phosphorus content in cheese and processed cheese products 

mass fraction of substances determined by the method specified in this International Standard 

NOTE Total phosphorus content is expressed as a percentage mass fraction. 

3 Principle 

Cheese is digested by concentrated sulfuric acid and hydrogen peroxide. 

Molybdenum blue is formed by addition of a sodium molybdate-ascorbic acid solution. Molecular absorption of 
the blue colour formed is measured spectrometrically at a wavelength of 820 nm. 

NOTE Dry ashing can be used, provided that the procedure gives comparable results to the wet digestion. 

4 Reagents 

Unless otherwise stated, use only reagents of recognized analytical grade and distilled or demineralized water 
or water of equivalent purity, free from phosphorus compounds. 

4.1 Concentrated sulfuric acid (H 2 S0 4 ), p 20 = 1 ,84 g/ml. 

4.2 Hydrogen peroxide, solution containing about 30 g of H 2 2 per 100 ml. 

4.3 Molybdate-ascorbic acid solution. 

4.3.1 Sodium molybdate solution. 

Dissolve 12,5 g of sodium molybdate dihydrate (Na 2 Mo0 4 -2H 2 0) in a 5 mol/l sulfuric acid solution, make up to 
500 ml with this sulfuric acid solution and mix. 
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4.3.2 Ascorbic acid solution. 

Dissolve 10 g of ascorbic acid (C 6 H 8 6 ) in water, make up to 200 ml, and mix. 

This solution cannot be stored and shall be prepared immediately before use. 

4.3.3 Mixed solution. 

Immediately before use, mix 25 ml of sodium molybdate solution (4.3.1) with 10 ml of ascorbic acid 
solution (4.3.2), make up to 100 ml with water, and mix. 

4.4 Phosphorus, standard solution corresponding to 100 ug of phosphorus per millilitre. 

Dry, for at least 48 h, about 1 g of potassium dihydrogenorthophosphate (KH 2 P0 4 ) in a desiccator over an 
efficient desiccant, e.g. concentrated sulfuric acid. 

Dissolve 0,439 4 g of the previously dried phosphate in water, make up to 1 000 ml, and mix. 

5 Apparatus 

IMPORTANT — All glassware shall be thoroughly cleaned with a phosphorus-free detergent and 
rinsed with water. 

Usual laboratory equipment and in particular the following. 

5.1 Analytical balance. 

5.2 Device for grinding or grating cheese, capable of being easily cleaned. 

5.3 Water bath. 

5.4 Digestion flasks (Kjeldahl flasks or digestion tubes), capacity 25 ml. 

5.5 Heating apparatus. 

5.5.1 Micro gas burners or electric heaters, for heating Kjeldahl flasks. 

5.5.2 Heating block, for heating digestion tubes. 

5.6 Glass beads. 

5.7 Measuring cylinders, capacities 5 ml and 25 ml, ISO 4788t 5 ] class A. 

5.8 One-mark volumetric flasks, capacities 50 ml and 100 ml, ISO 1042I 4 ! class B. 

5.9 Pipettes, capacities 1 ml, 2 ml, 3 ml, 5 ml and 10 ml, ISO 648I 1 ! class B or ISO 835I 3 !. 

5.10 Spectrometer, suitable for measurements at a wavelength of 820 nm, equipped with cells of optical 
pathlength 10 mm. 

6 Sampling 

Sampling is not part of the method specified in this International Standard. A recommended sampling method 
is given in ISO 707|IDF 50[ 2 l 

It is important that the laboratory receive a truly representative sample which has not been damaged or 
changed during transport or storage. 
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7 Preparation of test sample 

Remove the rind, smear or mouldy surface layer of cheese, in such a way as to provide a sample 
representative of the cheese as it is usually consumed. Grind or grate the sample using an appropriate 
device (5.2). Mix the ground or grated mass quickly and, if possible, grind or grate a second time and again 
mix thoroughly. If the sample cannot be ground or grated, mix it thoroughly by intensive stirring and kneading. 

Transfer the test sample to an airtight container to await analysis, which should be carried out as soon as 
possible after grinding or grating. If delay is unavoidable, take all precautions to ensure proper preservation of 
the sample and to prevent condensation of moisture on the inside surface of the container. 

Clean the device after grinding or grating the sample. 



8 Procedure 

8.1 Test portion 

Into a digestion flask (5.4), weigh, to the nearest 1 mg, a test portion of 0,5 g to 1 ,0 g of the test sample. 

If the water content of the cheese is less than 50 % mass fraction, a test portion of approximately 0,5 g is 
sufficient. In the case of fresh cheese, a test portion of approximately 1 ,0 g can be taken. 

8.2 Determination 

8.2.1 Add three glass beads and 4 ml of the concentrated sulfuric acid (4.1) in a digestion flask and heat 
under a well-ventilated fume hood. A Kjeldahl flask shall be placed in an inclined position. 

Control the height of the flame so as to limit the production of foam in the flask. Foaming into the neck of the 
flask is allowed but the foam shall not escape. 

Maintain the mixture at simmering point. Avoid local overheating and avoid heating the flask above the surface 
of the liquid contents. 

8.2.2 As soon as the foaming stops, cool to room temperature. Carefully add a few drops of the hydrogen 
peroxide solution (4.2), reheat, and repeat this procedure until the contents have become clear and colourless. 
During heating, mix the contents from time to time by careful swirling. Avoid local overheating. 

8.2.3 Rinse the neck of the flask with about 2 ml of water, and heat the contents again until the water has 
evaporated. 

Allow the liquid to boil for 30 min after colour disappearance in order to destroy traces of hydrogen peroxide. 
Avoid local overheating. 

8.2.4 Cool to room temperature. Quantitatively transfer the liquid contents into a 100 ml one-mark 
volumetric flask (5.8). Make up to the mark with water and mix well. 

8.2.5 Pipette (5.9) 1 ml of the solution into a 50 ml one-mark volumetric flask (5.8) and dilute with about 
25 ml of water. Add 20 ml of the molybdate-ascorbic acid solution (4.3.3). Make up to the mark with water and 
mix well. 

8.2.6 Heat the flask in a boiling water bath (5.3) for 15 min. 

8.2.7 Cool to room temperature in a cold water bath (5.3). Within 1 h, measure the absorbance of the 
solution against that of the blank test solution (see 8.4) at a wavelength of 820 nm. 
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8.3 Calibration curve 

8.3.1 Pipette (5.9) 10 ml of the phosphorus standard solution (4.4) into a 100 ml one-mark volumetric 
flask (5.8). Make up to the mark with water and mix well. 

8.3.2 Pipette into a series of five 50 ml one-mark volumetric flasks (5.8) ml, 1 ml, 2 ml, 3 ml, and 5 ml, 
respectively, of the diluted standard solution (8.3.1), i.e. equivalent to ug, 10 ug, 20 ug, 30 ug, and 50 ug of 
elemental phosphorus, respectively. Dilute the contents of each flask to approximately 20 ml with water. 

8.3.3 Add 20 ml of the molybdate-ascorbic acid solution (4.3.3) to the contents of each volumetric flask. 
Make up to the mark with water and mix well. 

Proceed as specified in 8.2.6. 

8.3.4 Cool to room temperature in cold water. Within 1 h, measure the absorbance of each of the calibration 
solutions against water as reference at a wavelength of 820 nm. 

8.3.5 Plot these absorbances against the amounts of elemental phosphorus added. 

8.4 Blank test 

Carry out a blank test by following the procedure specified in 8.2, but without a test portion. 

9 Calculation 

The total phosphorus content, w P , expressed as a percentage by mass, is given by the equation 
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m Q 


is the mass, 


in grams, 


of the test portion 



m 1 is the mass, in micrograms, of phosphorus, read from the calibration curve (or calculated from the 
regression line obtained by the method of least squares). 

Report the result to two places of decimals. 



10 Precision 

10.1 Repeatability 

The difference between two single results obtained on identical test material by one analyst using the same 
apparatus within a short time interval will exceed 0,03 g of phosphorus per 100 g of product on average not 
more than once in 20 cases in the normal and correct operation of the method. 

10.2 Reproducibility 

The difference between two single and independent results obtained by two operators working in different 
laboratories on identical test material will exceed 0,06 g of phosphorus per 100 g of product on average not 
more than once in 20 cases in the normal and correct operation of the method. 
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1 1 Test report 

The test report shall contain at least the following information: 

a) all the information necessary for the complete identification of the sample; 

b) the sampling method used, if known; 

c) the test method used, including a reference to this International Standard (ISO 2962|IDF 33:2010); 

d) any operating conditions not specified in this International Standard, or regarded as optional, as well as 
details of any incidents that may have influenced the result(s); 

e) the test result(s) obtained; 

f) if the repeatability has been checked, the final quoted result obtained. 
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Organization and Objectives 

The Ethiopian Standards Agency (ESA) is the national standards body of Ethiopia 
established in 2010 based on regulation No. 1 93/20 10.ESA is established due to the 
restructuring of Quality and Standards Authority of Ethiopia (QSAE) which was 
established in 1970. 



ESA 's objectives are:- 



♦ Develop Ethiopian standards and establish a system that enable to 
check weather goods and services are in compliance with the 
required standards, 

♦♦♦ Facilitate the country's technology transfer through the use of 
standards, 

♦ Develop national standards for local products and services so as to 
make them competitive in the international market. 

Ethiopian Standards 

The Ethiopian Standards are developed by national technical committees which are 
composed of different stakeholders consisting of educational Institutions, research 
institutes, government organizations, certification, inspection, and testing 
organizations, regulatory bodies, consumer association etc. The requirements and/ 
or recommendations contained in Ethiopian Standards are consensus based that 
reflects the interest of the TC representatives and also of comments received from 
the public and other sources. Ethiopian Standards are approved by the National 
Standardization Council and are kept under continuous review after publication and 
updated regularly to take account of latest scientific and technological changes. 
Orders for all Ethiopian Standards, International Standard and ASTM standards, 
including electronic versions, should be addressed to the Documentation and 
Publication Team at the Head office and Branch (Liaisons) offices. A catalogue of 
Ethiopian Standards is also available freely and can be accessed in from our 
website. 



ESA has the copyright of all its publications. No part of these publications may be 
reproduced in any form without the prior permission in writing of ESA. 
International Involvement 

ESA, representing Ethiopia, is a member of the International Organization for 
Standardization (ISO), and Codex Alimentarius Commission (CODEX). It also 
maintains close working relations with the international Electro-technical 
Commission (IEC) and American Society for Testing and Materials (ASTM).It is a 
founding member of the African Regional Organization for standardization 
(ARSO). 



More Information ? 
Contact us at the following address. 

The Head Office of ESA is at Addis Ababa. 

SOU- 646 06 85, Oil- 646 05 65 
A 011-646 08 80 
IS12310 Addis Ababa, Ethiopia 
E-mail: info@ethiostandards. org. 
Website: www.ethiostandards.org 
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